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This Mlustration Shows our Style of FINISH 
in GREEN and GOLD. 
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MANUFACTURED BY 


BARBEE Wire AND IRON Works, — 


44 AND 46 DEARBORN ST., 


CHICACO. 


WIRE FLOWER POT STANDS. I 


The following illustrations comprise the most pop- 
ular styles of our manufacture : 

The large demand for our stands has convinced us 
that Goop WoRK Is APPRECIATED. We do not make 
“Anything that will sell,’ but what will sell and be 
appreciated by purchasers. 

OuR STANDS ARE ALL GUARANTEED TO BE SUPERIOR 
IN DESIGNS, STRENGTH, DURABILITY and FINISH to 
any other make now on the market. 
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STYLE OF BORDER USED ON ALL OUR FLOWER POT 
STANDS. 


The above design of border is used on all styles of 
stands of our make, although most of the cuts show 
the old style. This border makes a much nicer finish, 
and is less liable to catch clothing and get out of 
repair than ¢he old style. 3 

SEE ouR No. 432%, PAGE 3, ALSO SEE COVER FOR 
STYLE OF FINISH IN GREEN AND GOLD. 


REMEMBER 


all of our stands have this dorder exactly as shown 
and strong castors attached as shown on page 2. 

In ordering from our catalogue see that you get this 
style of border. Do not allow your dealer to put in 
inferior stands of other style of manufacture. 


2 WIRE FLOWER POT STANDS. 


We solicit a careful comparison of our work with 
that of other manufacturers, particularly as to strength st 
of material, details of construction and beauty of 
finish. 


OUR PATENTED METHOD. 


Owing to the heavy weight and constant strain on, 
and defective methods of attaching castors, purchasers 
have been seriously annoyed by breakage. This 
defect we have successfully overcome by the use of our 
patented upset ball shoulder, which greatly adds to 
the strength of the leg instead of weakening it by 
cutting away to form a bearing for the castor. The 
cut above clearly illustrates our method of attaching 


them. This improvement, together with heavier 
material than is generally used, can not but be 
appreciated. 


Flower stands do not need boxing or crating. We 
have shipped thousands of them to all parts of the Hl 
country, and have never had complaint of breakage. i 


WIRE FLOWER POT STANDS. 3 


ALL OUR STANDS ARE MADE WITH BORDER AS 
SHOWN ON THIS STYLE, AND FINISHED IN GREEN 
AND GOLD. 
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No. 4323. Flower Stand. 


6 ft. 6 inches high, 42 inches wide, 24 inches deep. 
Price, $9.50. 


‘This is a new and attractive design. Holds a large 
number of plants—30 to 40 pots, and takes but little 
room, 


4 WIRE FLOWER POT STANDS. 


We call special attention to our STRONG and BRoap 
Face Castors. They will roll easily on a carpet 
with stand heavily loaded. 


SEE PAGE 3 FOR STYLE OF BORDER. 


No. 394. 


3-step stand, square top; 60 inches high, 42 inches 
wide, 24 inches deep. Will hold from 35 to 40 pots. 


Price, $10.00. 


This stand is specially adapted for use where it is 
desirable to display a large number of plants in a 
small space. It is a new and elegant design. 


WIRE FLOWER POT STANDS. 5 


All our stands are made with border as shown on 
this stand 


COPYRIGHT—932 


No, 392%. Semi-Circular Flower Stand, 
3 ft. 6 inches wide, 28 inches deep, 5 ft. 8 inches high. 


Price, $7.00. 


WILL HOLD FROM 18 TO 24 POTS. 
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WIRE FLOWER POT STANDS. 


SEE No. 4324¢ STAND FOR STYLE OF BORDER. 


No. 392. 


Semi-Circular Stand with Gothic Arch, 
4 ft. wide, 32 inches deep, 6 ft. 6 inches high. 
Price, $8.00. 


WILL HOLD FROM 24 TO 30 POTS. 


WIRE FLOWER POT STANDS. 


SEE PAGE 3 FOR STYLE OF BORDER. 


Flower Stand. 
, including arch; shelves 3 ft. 3 


No 432. 


6 ft. 6 inches high 
inches long, 30 inches deep, with arch and basket. 


Price, $8.00. 
WILL HOLD FROM 24 TO 30 POTS. 


8 WIRE FLOWER POT STANDS. 


SEE PAGE 3 FOR STYLE OF BORDER. 
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No, 398. Flower Stand. 
Stand and arch, 6 ft.8 inches high, 4 ft. long, 32 


inches deep. 
apres Price, $10.00. 


This is a very graceful design, and much admired 
when properly filled with plants. 
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No. 393. Pyramid Flower Stand. 
With Gothic Arch and Basket. : 
Height, 6 ft. 6 inches; width, 4 ft.; depth, 22 inches. 
Price, $10.00. 
This is a new design. Will hold from 35 to 40 pots 
of medium size. 
Order a sample stand of our new design border 
instead of scroll border as shown in cuts. 


WIRE FLOWER POT STANDS. 


—GOOTITD IIIT 


Flower Stand. 


No. 429. 


Double square stand 
shelves 38 inches long, 


with arch, 6 ft. 6 inches high; 
46 inches deep. 


Price, 
This is a large stand, suitable for conservatory or 


large bay window. 


$11.00. 


WIRE FLOWER POT STANDS. 1L 


No. 396. Square Flower Stand. 
With Arch and Basket. 
i Suitable for Bay Windows, Conservatories, etc. 6 ft. 6 inches 
high; depth, 30 inches; length, 3 ft. 10 inches. 
Price, $12.00. 


Our stands are painted a beautiful green and ornamented 
it with gold bronze, We can paint other colors, but it will usually 
cause delay of two or three days in making shipments. 
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Upright Flower Stand. . 


No, 428. Flower Stand, 
7 ft. high, shelves 40 inches long, 18 inches wide, 
Price, $13.00. 


See page 2 for our manner of attaching castors to insure 
strength, and page 1 for style of border used. 


WIRE FLOWER POT STANDS. 13 


No, 431. Large Revolving Stand. 
4 ft. 6 inches high, 3 ft. diameter. 
Price, $14.00. : 
Our stands are much superior in strength and style 
of finish to those ordinarily placed on the market, and 
our prices lower. 


1d WIRE FLOWER POT STANDS. 


No. 430. 


Semi-=Circular Stand with Round Arch, 
4 feet wide, 32 inches deep, 6 feet 6 inches high. 


Price, $8.00. 


WIRE FLOWER POT STANDS. 15 


All our Stands are made with special ‘‘ Clover Leaf” 
Border as shown below. 


No. 393%. Pyramid Flower Stand. 


5 ft. 9 inches high, shelves 22 inches long; bottom 
shelf 40 inches by 20 inches. 


Price, $7.50. 

An elegant new design. Will hold from 24 to 80 pots. Plants 
are displayed equally well from all sides and it occupies but 
little space; a zinc pan, oil-cloth or paper can be put on lower 
shelf to protect carpet. 


16 WIRE FLOWER POT STANDS. 
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No. 443. Two=Shelf Square Stand. 


5 ft. 8 inches high, 33 inches long, 18 inches deep. 


Price, $5.50. 


See outside cover for style of finish on all our 
stands and page 1 for style of border and page 2 for 
methods of attaching castors. 
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WIRE FLOWER POT STANDS. W 


All our Stands are made with Border as shown on 
this stand. 
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No. 430%. Flower Pot Stand. 


Semi-Circle with Round Arch. 
42 inches wide, 32 inches deep, 5 ft. 8 inches high. 
Price, $7.00. 


WILL HOLD FROM 18 TO 24 POTS. 


18 WIRE FLOWER POT STANDS. 


See page 2 for style of attaching castors on all of 


our stands, 
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No. 435. Flower Stand, 


Large semi-circle, 4 ft. wide, 32 inches deep, 42 \ 
inches high 


Price, $6.50. 


WILL HOLD FROM 24 TO 30 POTS. 


WIRE FLOWER POT STANDS. 13 


See page 1 for style of Border used on all our stands. 


No. 434. Flower Stand, 


42 inches high, shelves 3 ft. 2 inches long, (a good, 


wall stand). 


Price, $6.50. 


WILL HOLD FROM 24 TO 30 POTS. 


WIRE FLOWER POT STANDS. 
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All our stands are painted green and ornamented 


with gold bronze. 
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Flower Stand, 


No. 397. 

Size, 3 ft. 8 inches high, 4 ft. long, 32 inches deep; 
will hold from 26 to 82 pots. The graceful curves in 
this stand make it very attractive. It deserves its 


popularity. 
Price, $8.50. 
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No. 3934. 7=Step Pyramid Flower Stand. 


With side shelves, 42 inches high, 22 inches deep, 48 
inches wide. 


Price, $8.50. 


This is an entirely new design, holds a large number 
of pots, and takes up little room. The plants are 
equally well displayed when seen from the room or 
from outside of window. 


WIRE FLOWER POT STANDS. 


Our stands are much superior in strength and style 
of finish to those ordinarily placed on the market 
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No. 429014. Double Square Stand, 


3 ft. 6 inches high, shelves 38 inches long, depth of 
stand 46 inches 


Price, $9.50. 


A nice greenhouse, conservatory or bay window 
stand. Holds from 40 to 45 pots. 


WIRE FLOWER POT STANDS. 23 


Our stands are painted a beautiful green and orna- 


mented with gold bronze. 
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No. 39614. Square Flower Stand. 


With side shelves; height, 3 ft. 6 inches: length, 3 
ft. 10 inches; depth, 30 inches. 


Price, $10.50. 


“4 WIRE FLOWER POT STANDS. 


For style of border see page 1. For style of finish 
see outside cover. 


No. 443%. Two-Shelf Square Stand. 


Beautiful design, 2 ft. 8 inches high; shelves, 33 
inches long, 18 inches deep. 


Price, $4.00. 


On account of low price and convenient style this 
is one of the best selling stands manufactured. Every 
dealer should have this and No, 43514 (see page 25) 
in stock. 
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WIRE FLOWER POT STANDS. 25 


All our stands are made with border as shown on 
this stand. 


No. 435%. Flower Stand. 


Semi-Circular. 


42 inches wide, 28 inches deep, 36 inches high. 


Price, $5.50. 


WILL HOLD FROM 18 TO 24 POTS. 


26 WIRE FLOWER POT STANDS. 


Our stands are guaranteed superior to all other 


makes now on the market 


No. 395. Flower Stand. 


42 inches wide, 3 ft. 2 inches high, 24 inches deep. 
Price, $8.00. 


This is a new design and will hold from 30 to 40 pots. 


WIRE FLOWER POT STANDS. 27 


All our stands are made with border as shown in 
this illustration. 


No. 3933(. 5-Step Pyramid Flower Stand. 

Height, 36 inches; side shelves, 22 inches long; 
bottom shelf, 40 inches by 20 inches. 
Price, $6.50. 


Specially well adapted where it is desired to display 
a large number of pots in a small space. 


WILL HOLD FROM 24 TO 30 POTS. 
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No, 433. Revolving Stand, 


3 ft. 6 inches high, 27 inches in diameter. 


Price, $6.50. 


WIRE FLOWER POT STANDS. 29 


No, 362. Aquarium Flower Stand. 


Size of Aquarium, 24 inches long, 15 inches wide 
and 13 inches deep. Size of stand, 3 ft. long and 2 
ft. wide. 


Price Complete, - - $20.00 
Price of Aquarium alone, [2.00 


This combination of an ornamental Wire Stand and 
Aquarium makes a very attractive appearance. The 
plants being near to water do well and become very 
thrifty in growth, The stand is handsomely painted 
and bronzed. 
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No. 440%. Stand, without Pan, 
Price, $4.00. 


No. 441%. Stand, with Pan. 
Price, $5.00. 


Stand and arch, 5 ft. high; shelf, 32 inches long and 
10. inches wide. A water-tight pan is fitted in at the 
base for earth, moss and flowers. 


WIRE FLOWER POT STANDS. 


Oval Stand. 


No. 438. 


3 ft. high, 2 ft. 8 inches long, 15 inches wide. 


Price, $4.00. 


32 WIRE FLOWER POT STANDS. 


No. 439, 
16 inches high, 14 inches in diameter. 
Price, $2.00. 


20 inches high, 27 inches long, 914 inches wide, 
Price, $3.00. 


No. 441. 


Same style as No. 440, only longer; 24 inches high, 
31 inches long, 10% inches wide. 


Price, $3.50. 


Hour Glass Pattern for moss, flower and bouquet 
stand. Height, 30 to 36 inches. 


Price, $5.00. 
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